Steam Cycle Calulator

This the third release of the steam table cycle calcullator program for windows. This program uses the ASME 1967 steam table formulations.  The program is orginized with six steam points. Each point can be an independent point in caluclator mode or a special point in cycle mode.

Each point is capable of calculating other point properities given one or two properities. Not all search functions are implemented as yet. Only properities that fall in reagion 1, 2 and 6 may be calculated.

In cycle mode the first point is the steam generator (boiler) properities. Enter the pressure. and the other saturation properties will be computed. You may then enter a temperature enthalpy or qualty to recaolculate a new supperheated mixture point. Adjust the throttle slidder to control the engine pressure. the cutoff - expansion can be set with the cutoff slider. the condenser pressure must be intered and finally you need to adjust the exhaust close slidder to
set the compression.

When adjusting the cutoff slider the cutoff point in percent of stroke and degrees change
following the slider. The compression will also change acordingly. The same for the exhaust close slider.

Good luck.

To use this program You should create a directory for it to reside in. Unzip the scar.exe and scar.hlp files into the director. You should replace existing copies of the scar files when updating with a new version.